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FA Cup semi-final date is confirmed 

Arsenal's FA Cup semi-final against Reading will be played at Wembley Stadium on Saturday, 
April 18. 

Kick-off will be at 5.20pm and the match will be screened live on BBC One. 
Stay close to Arsenal.com for the latest ticket information. 

As a result, our Premier League fixture against Sunderland will now be played as under: 
Arsenal v Sunderland 

Wednesday, May 20 (originally Saturday, April 18) 
Kick Off: 7.45pm 
Live on Sky Sports 

Copyright 2015 The Arsenal Football Club pic. Permission to use quotations from this article is granted subject to 
appropriate credit being given to www.arsenal.com as the source 


